HILAIRE    BELLOC

No sound

In the walls of the Halls where falls

The tread

Of the feet of the dead to the ground.

No sound:

Only the boom

Of the far Waterfall like Doom.

ON A DEAD HOSTESS

Of this bad world the loveliest and the best
Has smiled, and said good-night, and gone
rest.
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